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CENTRAL INTELLIGSUCE AGENCY 
ATTACHIEGYT I 


Process Tor extracting ore 


Process: 20 mm screen, 3x cone-cake, doublo distributor up to 1, eee ke. 
single distributer up to 750 kg. 


750 ke: 10 mm screen, 3x cone-cake, double distributor up to 187.5 kg, 
: single distributor up te 93.7 kg. 


95.75 kg: 5 nm screen, 3x cone=cake, double distributor up to 25.4 kg. 
25% kg: 2 mm screen, 3x cone-cone, single distributor (below 23.4 mix 
— it by a small shovel, separate it by a small distributor on a 
special metal-plate), up toll. 70 kg, 3x cone-cone, separate it 
up to 5.85 kp, 3x cone=cone, separate it up to 2.90 kg, Sx cone- 
cone, separate up to 1.45 kg. Final semple up to minimum weight 
het kg and deliver it into Weve, (sic). This quantity is passed 
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Remark: Quantity marke’ by a type "B" is passed directly into barrels .packed). 
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